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JOURNAL 

OFFICE OF LEGISLATIVE COUNSEL 
Thursday - 16 July 1970 


1. (Confidential - GLC) Attempted to arrange a meeting with 
Representative Richard H. Poff (R. , Va. ) to discuss our response to the 
Judiciary Committee on the Douglas impeachment resolutions. ox s 
schedule was completely filled and he suggested that I see him tomorrow. 

2. (Secret - GLC) In response to his request I left with Ed 
Braswell, Chief of Staff, Senate Armed Services Committee, data on 
Soviet operational ICBM launchers prepared' by Bruce Clarke. Braswell 
said this would serve his purposes nicely. 


3. (Secret - GLC) Oneta Stockstill, House Armed Services 
Committee staff, called to say that Chairman Rivers would like the 
Director to brief the CIA Subcommittee on 21 July 1970 at 10:00 a. m. 

in room. 2212 Rayburn House Office Building. 

Russ Blandford, Chief Counsel, indicated that at the briefing 
the Chairman would like the Director to cover Cambodia, the Middle 
East and the Soviet threat. 


4. (Secret - GLC) Accompanied a briefing 25X1 A 

of Senator Henry Jackson, Richard Perle and Dorothy Fosdick, of the 
Subcommittee on National Security and International Operations staff, 
on the Middle East. The briefing lasted slightly more than an hour and 
Senator Jackson remained throughout. Jackson is supporting a provision 
in the Armed Services procurement bill authorizing the transfer of 
aircraft to Israel and is anxious to be fully informed on the situation. 


5. (Unclassified - GLC) June Nigh, of the House Foreign Affairs 
Committee staff, called to say that the 21 July briefing of the Zablocki Sub- 
committee on National Security Policy and Scientific Developments, would 
have to be cancelled, since Zablocki will be involved in a House-Senate 
conference meeting at that time. She said they would call later to re- 
schedule the briefing. Mr. Bruce Clarke, who was to conduct the briefing, 

has been advised. 
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